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Classification Decision: 


Objectionable. 
Display conditions: 
Not Applicable. 
Descriptive Note: 
Not Applicable. 


Direction to issue a label has been given on: Not Applicable. 


SUMMARY OF THE REASONS FOR DECISION: 

The Classification Office classifies the CD-ROM (Non-Film) The Analizer as: 
Objectionable. 

The CD-ROM presents explicit high resolution colour images of sexual activity, 
between men and women, with a particular focus on anal intercourse. A substantial 
number of depictions portray the participants in a dehumanising and degrading 
manner presenting them in close up with the central focus upon their genitals. 

Women in particular are presented as a collection of body parts or as a set of orifices 
and landing surfaces for ejaculate, for the pleasure of the male participants and the 
viewer. These degrading representations are exemplified by gratuitous depictions of 
women with splayed labia, distended vaginas and anuses, or with ejaculate smeared 
over and dripping from their vaginas and anuses for the pleasure of the viewer. Given 
the extent and degree to which women are degraded and dehumanised by these 
representations, the availability of the CD-ROM is likely to be injurious to public good. 

Section 14 of the New Zealand Bill of Rights Act 1990 (NZBR Act) was considered in 
classifying this publication. Flowever, it is considered in this instance that an 
objectionable classification is a reasonable and justified limitation of si 4 of the NZBR 
Act given the likely injury to the public good. 
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